Eight Army Corps (It IIt V, VI, X, XI, XII, XIV), for use
against Russia, with a ninth  (III) as a reserve

Army Corps (XIII, XV, XVI), forming minimum
group for use against Serbia

Four Army Corps (IV, VII, VIII, IX) , for use alternatively
against either Serbia or Russia

